TABLE VIII 


B & H DELUXE ULTRA LIGHTS 
MENTHOL 100'S (PACK) 


Test Period 


AMBIENT COT.D STORAGE DESERT CONDITIONS JUNGLE CONDITONS 




Ave. 1 S td. 

. Dev. 

Ave. 1 Std. Dev, 

Avg. 1 

Std. Dev. 

Ave. 1 Std. Dev. 

48 

hours 

24,00 

0.07 

24.01 

0.08 

24.06 

0.08 

24.02 

0.09 

96 

hours 

24.02 

0.07 

24.03 

0.09 

24.07 

0.09 

24.03 

0.07 

1 

week 

24.01 

0.06 

24.02 

0.08 

24.05 

0.06 

24.05 

0.08 

2 

weeks 

24.02 

0.06 

24.03 

0,06 

24.07 

0.07 

24.07 

0.08 

4 

weeks 

24.05 

0.08 

24.04 

0.08 

24.05 

0.07 

24.07 

0.08 

6 

weeks 

24.06 

0.07 

24.00 

0.07 

24.06 

0.08 

24.10 

0.09 

12 

weeks 

24.07 

0.08 

24.02 

0.09 

24.02 

0.08 

24.15 

0.10 

16 

weeks 

24.04 

0.08 

24.04 

0.08 

24.02 

0.09 

24.22 

0.10 


dumber of cigarettes per sample « 40 
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